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RESIDENTIAL  and  COMMERCIAL 


LAPCOLITES 


fixtures  featured  herein,  although  of 
high  quality,  construction  and  finish,  are  all 
popularly  priced  to  be  within  the  reach  of  the 
modest  Buyer,  This  is  made  possible  by  mass 
production,  the  ultimate  consumer  getting  the 
full  benefit  of  all  savings  effected. 

J^ACH  fixture  is  carefully  examined  and  prop^ 
erly  packed.  The  Manufacturer  guarantees 
each  number  to  give  complete  satisfaction  and 
to  be  as  represented. 


Digitized  by  the  Internet  Archive 
in  2020  with  funding  from 
Columbia  University  Libraries 


https://archive.org/details/residentialcommeOOIigh 
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Lapco  3000  Line 

FINISHES; 

Cadmium  Plate  —  Code:  Moris 
Modern  Gold  —  Code:  Lilia  • 


5  Light  Drop 

Spread  18  inches.  Length  36  inches 


No.  3025  —  Code:  Wyhha 
5  L?»ht  Candle 

Spread  18  inches.  Length  36  inches 


No.  3075  —  Code :  Wykno 
1  Light 
Hall  Lantern 
Dia.  8  in.  Length  30  in. 


No.  3013  — Code:  Wyhol 
3  Light  Drop 
Spread  12  in.  Lengh  36  in. 


No.  3023  —  Code :  Wyhlo 
3  Light  Candle 
Spread  12  in.  Length  36  in. 


FINISHES.: 

Cadmium  Plate  — Code:  Moris 
Modern  Gold  —  Code:  LiUa 


No.  3048  — Code:  Wyibd 
1  Light 

Wall  Plate  11  x  4^  in. 
Extension  4  in. 


No.  3049  —  Code:  Wyicf 
2  Light 

Wall  Plate  11  x  4^4  in. 
Spread  of  arms  sfz  in. 
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Lapco  3100  Line 


No.  3145  —  Code:  Wyjek 
5  Light  Semi  flush 
Spread  18  inches.  Length  12  inches 


FINISHES: 


Cadmium  Plate  —  Code:  Moris 
Modern  Gold — Code:  Lilia 


No.  3115  —  Code:  Wyjaj 
5  Light  Drop 

Spread  18  inches.  Length  36  inches 


No.  3125 — ^Code:  Wyirt 

5  Light  Candle 

Spread  18  inches.  Length  36  inches 
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Lapco  3100  Line 


No.  3143  —  Code:  Wyjke 
3  Light  Semi-flush 
Spread  12  inches 
Length  10  inches 


No.  3113  —Code:  Wyjil 
3  Light  Drop 
Spread  12  inches 
^  Length  36  inches 


FINISHES 


Cadmium  Plate  —  Code:  Moris 
Modern  Gold  —  Code:  Lilia 
Toned  Ivory  —  Code:  Louis 


3123  —  Code:  Wyjja 
3  Light  Candle 
Spread  12  inches 
Length  36  inches 


No.  3148 — Code:  Wyjek 

1  Light 

Wall  Plate  954x4  inches 
Extension:  4  inches 


No.  3149  — Code:  Wykak 
2  Light 

Wall  Plate  9;4  x  4  inches 
Spread  of  Arms  854  inches 


Lapco  5000  Line 

FINISHES; 

Cadmium  Plate  with  Pressed  White  Glass  Panels  —  Code;  Wyssa 
Modern  Gold  with  Pressed  Amber  Glass  Panels  —  Code;  Wyste 


No.  5052  — Code:  Wyojm 
Size  of  wall  plate  12  x  7  in. 
Extends  554  in. 

2  Decorative  Pressed  Panels 


No.  5014  —  Code:  Wynpe 
4  Inside  Lights 
Diameter  20  inches 
Length  42  inches 


No.  5051  —  Code:  Wynor 
1  Light 

Size  of  Wall  Plate:  10  x  6  inches 
Extends:  Top  5  inches,  Bottom  354  inches 
1  Decorative  Pressed  Panel 


No.  5044  —  Code:  Wynro 
4  Inside  Lights 
Diameter  20  inches 
Length  1954  inches 


Lapco  5000  Line 

FINISHES: 

Cadmium  Plate  with  Pressed  White  Glass  Panels —  Code:  Wyssa 
Modern  Gold  with  Pressed  Amber  Glass  Panels —  Code:  Wyste 


No.  5013  —  Code:  Wyohl 
3  Inside  Lights 
Diameter  17  inches 
Length  42  inches 
6  Decorative  Pressed  Panels 


No.  5043  —  Code:  Wyops 
3  Inside  Lights 
Diameter  17  inches 
Length  20  inches 
6  Decorative  Pressed  Panels 


No.  5075  —  Code:  Wynus 

1  Light 

Diameter  8%  inches 
Length  36  inches 

With  Amber  Crackled  Glass  Cylinder 
7x5  inches 


No.  5076  — Code:  Wyolp 
1  Light 

Diameter  9  inches 
Length  36  inches 
4  Decorative  Pressed  Panels 


Lapco  5200  ..Line 


No.  5245  —  Code:  Wyrov 
5  Light  Semi-flush 
Spread  17^  inches 
Length  12  inches 


FINISHES 

Cadmium  Plate  —  Code:  Moris 
Modern  Gold  —  Code:  Lilia 


No,  5215 — Code:  Wypos 
5  Light  Drop 
Spread  17^2  inches 
Length  36  inches 


No.  5225  — Code:  Wyppa 
5  Light  Candle 
Spread  17^2  inches 
Length  36  inches 
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Lapco  5200  Line 


No.  5212  —  Code:  Wypso 
2  Light  Drop 
Spread  14^  inches 
Length  36  inches 


No.  5242  —  Code:  Wyput 
2  Light  Semi-flush 
Spread  14^2  inches 
Length  12  inches 


FINISHES: 

Cadmium  Plate  — Code:  Moris 
Modern  Gold  —  Code:  Lilia 
Ivory  and  Polychrome  —  Code:  Annah 


No.  5249  —  Code:  Wypap 
2  Lights 

Wall  Plate  9^x454  inches 
Spread  of  Arms  854  inches 


No.  5248  —  Code:  Wypir 
1  Light 

Wall  Plate  9]/^  x  454  inches 
Extension  4  inches 
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Lapco  5200  Line 


No.  5295  —  Code:  Wyswo 
5  Light  Candle 
Spread  17^2  inches 
Length  36  inches 


FINISHES: 

Modern  Gold  —  Code:  Lilia 
Cadmium  Plate  —  Code:  Moris 


No.  5285  —  Code :  Wysux 
5  Light  Drop 
Spread  17^  inches 
Length  36  inches 


r 


No.  5243  —  Code:  Wyozd 
3  Light  Semi-fliishi 
Spread  14^2  inches 
Length  12  lnch.es 


No.  5213  —  Code:  Wyrar 
3  Light  Drop 
Spread  14^2  inches 
Length  36  inches 


FINISHES 

Modern  Gold  —  Code:  Lilia 
Cadmium  Plate  —  Code:  Moria 
Toned  Ivory — Code:  Louis 


No.  5223  —  Code:  Wyrit 


3  Light  Candle 
Spread  14J4  inches 
Length  36  inches 


Lapco • 2000- Line 


No.  2048  —  Code:  Wyovz 
1  Light 

Wall  Plate  3^  x  10^1  in. 


FINISHES: 

Gold  and  Green  —  Code:  Brill 


No.  2015  —  Code:  Wyvav 

5  Light  Drop 

Diameter  19  in.  Length  35  in. 


No.  2049  —  Code:  Wyorv 
2  Light 

Wall  Plate  3^  x  10^  in. 
Extends  3%  in. 


No.  2025  —  Code  :  Wyvix 

5  Light  Candle 

Diameter  19  in.  Length  36  in. 
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Lapco  5500  Line 

M;^de  of  Solid  Bronze  with  Amber  Glass  Panels  and  Genuine  Mica 


FINISHESr 

Natural  Bronze  —  Code ;  Albet 


No.  5515  —  Code:  Wyuch 
5  Lights 
Diameter  20  in. 

Length  42  in. 
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Lapco  2000  Glass  Line 


FINISHES: 

Modern  Gold  with  Green  Toning  —  Code:  Wyzaz 
Furnished  with  Blown  Amber  Glass  Shades 


( 


r 


1 


t 

f: 

r' 

wT 


I 


No.  2055  —  Code:  Wyowb 
5  Lights 

Diameter  19  inches  Length  35  inches 


No.  2058  —  Code:  Wyzbe 
1  Light 

Wall  Plate  3^  x  IO14  inches 
Extends  354  inches 


No.  2053  —  Code:  Wyuxd 
3  Lights 

Diameter  19  inches  Length  36  inches 


No.  2059  —  Code:  Wyzdo 
2  Lights 

Wall  Plate  354  x  IO54  inches 


Lapco  Diming  Room  Fixtures  &  Brackets 


FINISHES: 


Silver  and  Black  —  Code:  Juney  ,  , 
Plated  Antique  Gold  and  Colors — ^Code:  Ernes 


No.  1449  —  Code:  Wuyut 

2  Light 


Wall  Plate  4  ^  IQS/^  inches 


No.  1448 — ^Code;  Wuyvy 

1  Light 

Wall  Plate  41/4  x  IO14  inches 


No.  1149  —  Code:  Wuzer 
2  Light 

Wall  Plate  4^  x  10^4  inches 


No.  1533  —  Code  :  Wuzwy 
Spread  21  in.  Length  42  in. 
Wired  with  3  pull  chain  sockets 


Equipped  with 
2  Ply  Silk  Insert 
With  8  in.  Fringe 


No.  1148 — -Code:  Wuzre 

1  Light 

Wall  Plate  4  x  10^  inches 


Lapco  2500  Line 


FINISHES 


Nubronze  —  Code:  Oscar 
Subdued  Old  Gold  —  Code:  Jules 


No.  2515  —  Code:  Wuvsy 

5  Light  Drop 

Spread  19  in.  Length  36  in. 


No.  2525  —  Code:  Wuvne 
5  Light  Candle 
Spread  19  in.  Length  36  in. 


No.  2548  —  Code:  Wuvur 

1  Light 

Extends  3%  inches 


tr 


No.  2549  —  Code:  Wuvys 

2  Light 


Wall  Plate  11x5 
Spread  9  in. 


Lapco  2500  Line 


FINISHES: 


Nubronze  —  Code:  Oscar 
Subdued  Old  Gold  —  Code:  Jules 
Ivory  and  Polychrome  —  Code:  Annah 


Face  View  of  No.  2572 


Face  View 
of  No.  2506 


Face  View  of  No.  2573 


No.  2506  —  Code:  Wykle 
Ceiling  Light 
Dia.  6J4  in.  3  in.  Deep 
Wired  with  Keyless  Socket 

No.  2507  —  Code:  Wykon 
Same  as  No.  2506 
Wired  with  Pull  Chain 


No.  2572  —  Code:  V/uyir 
2  Light 
Plate  13%  X  8 


No.  2573  —  Code:  Wuymk 
3  Light 
Plate  12  X  12 
3  in.  deep 
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Lapco  1600  Line 


No.  1645  —  Code:  Wybba 
5  Light 

Spread  18  in.  Length  1314  >n. 


No.  1625  —  Code:  Wyaxy 
5  Light  Candle 
Spread  18  in.  Length  36  in. 


FINISHES: 

Satin  Gold  Poly  —  Code:  Ernes 


No.  1615  —  Code:  Wybab 
5  Light  Drop 

Spread  18  inches.  Length  36  inches 


No.  1849 — Code  Wybce 

2  Light 

Wall  Plate  10^x4^  in. 


No.  1848 — Code  Wybec 
1  Light 

Wall  Plate  lli^x4i/^  in. 


— . 


Lapco  1600  Line 


No.  1643  — Code:  Wybfo 

3  Light 

Spread  15  in.  Length  13  in. 


FINISHES: 

Satin  Gold  Poly — Code  E^pes 
Old  Ivory  Poly — Code  Annah 


No.  1612  —  Code:  Wybid 

2  Light  Drop 

Spread  14  in.  Length  36  in. 


Face  View 
of  No.  2506 


No.  2506  — Code:  Wykle 
Ceiling  Light 
Dia.  61/4  in.  3  in.  Deep 
Wired  with  Keyless  Socket 

No.  2507  —  Code:  Wykon 
Same  as  No  2505 
Wired  with  Pull  Chuin 


No.  1675  —  Code;  Wycca 

Spread  8  in. 


No.  1613-^Cd\3e:  V/ybof 
3  Lig^h't  Drop 

Spread  15  in^.  Length  36  in. 


....  .  , 


2  Light 

Spread  14  in.  Length  13  in. 


MCDERNIZED  PCMPEIAN  EINE 

t/4/1  HtlAI 

I^APCOLITES 

For  the  Bedroom  or  Sun  Parlor,  or  Any  Other  ISook  or  Corner 
Where  a  Modern  Lighting  Decoration  Is  Desirable 


NEW  CCEATI0NZ  IN  NEW  EINIEliE/ 


Finishes : 

PLATED  GOLD  AND  ROSE 
PLATED  GOLD  AND  GREEN 


Code: 


tt 


—  Wyvub 

—  Wyvva 


Designs  covered  by  U.  S.  Letters  Patents, 
and  Applications  therefor.” 


Code : 

CADMIUM  PLATE  —  MorU 
MATTED  GREEN  —  Wyvwe 
MATTED  IVORY  —  Wyvzo 


No.  5072—2  Light 
Plate  13x9x3  M  in.  Deep 
Code:  Wyuhm 


Plate  11?4  in.  Dia 


No.  5006 — Beam  Light 
7  in.  Dia.  x  3^4  in.  Deep 
Cofle:  vunt 


No.  5078 — 1  Light  Wall  Bracket 
Wall  Plate  9V2x3i4  i«*.  Exieit 

Code:  ^’vusr 


N25073 


N05OO6 


No.  5035 — 5  Light 

Plate  15  in.  Dia.  4  in.  Deep 

Code:  Yl’yulz 


Odd  Wall  Brackets 

For  Bed  Room,  Hall  or  Spare  Room 


FINISHES 

Old  Ivory  —  Code:  Louis 
Ivory  Poly  —  Code:  Annah 
Gold  Poly  —  Code:  Ernes 


No.  978  —  Code;  Wuyso 
1  Light 

Wall  Plate  9x4  in. 
Extends  4  in. 
Wired  with  Turn  Switch 


\  ■  , 


2  Light 

Wall  Plate  4^  x  8V2  in. 
Wired  with  Turn  Switch 

No.  779  —  Code:  Wydad 


PACKING 

One  to  a  Carton 
12  to  a  Master  Carton 


No.  778  —  Code;  Wycog 

1  Light 

Wall  Plate  4y^  x  8^2  in. 
Wired  with  Bottom  Turn  Socket 
Extends  4  in. 


2  Light 

Wall  Plate  9x4  in. 

Spread  8  in. 

Extends  3p2  in. 

Wired  with  Turn  Switch 

No.  979 — Code:  Wuyos 


No.  578  —  Code;  Wycuh 

1  Light 

Wall  Plate  4%  x  7^  in. 
Wired  with  Bottom  Turn  Socket 
Extends  3^2  in. 


MODERNISTIC  SUNBURST'  LINE 

CAST  I.APCOUTF.S  metal 


FIISISHED  BEAVTIFULLY  //V  PLATED  OR  ENAMELLED  COLORS  —  ARTISTICALLY 
TONED  TO  MEET  THE  MODERN  DEMAND  FOR  HARMONIOUS  SHADES 


Plated 

Finishes 

CADMIUM  PLATE 
or 

PLATED  ANTIQUE 
GOLD 


Suitable  for 

BED  ROOM,  NURSERY,  SUN  PORCH,  BREAKFAST  NOOK 

and  DINETTE 

and  for  the  modern  Bath  Room  or  Kitchen 

—  Code;  Moris  Also  for 

Any  other  Nook  or  Corner  where  an 

—  Code;  Einho  odd  Lighting  Equipment  of 

refinement  is  desirable. 


Enamelled 

Finishes 

ANTIQUE  IVORY 
ANTIQUE  ROSE 
ANTIQUE  GREEN 
ANTIQUE  BLUE 
also 

DULL  ANTIQUE  GOLD 


1 


FACE  VIFW 

No.  3007  -  TONED  BLUE 


FACE  VIEW 

No.  3006  -  PLATED  ANT.  GOLD 


FACE  VIEW 

No.  3073  .  TONED  ROSE 


No.  3007  -  TONED  GOLD 


No.  3006 
TONED  GkEEN 


No.  3073—3  Light 
12  in.  Dia.  3  in.  Deep. 
Code:  Wygul 

No.  3006 — Beam  Light 
8*4  in-  Dia.  2^4  in.  Deep 
Code:  Wygok 


No.  3007 — Beam  Light 
6  in.  Dia.  .31/2  in.  Deep 
Code:  Wygko 


No.  3078 — 1  Light  Bracket 
Plate  8x4  Ext.  3^^  in. 
Code:  Wyhah 


No.  3073  -  CADMIUM  PLATE 


No.  3072 — 2  Light 
Plate  12^^x9x.3  in.  Deep 
Code:  Wvmma 


No.  3078  -  TONED  IVORY 


Code; 

Louis 

Wywiz 

-  W y  woh 
■  Wywoc 

-  Wywye 


Lapco  2200  Bed-Room  Line 


FINISHES: 

Sf»amsh  Brass  —  Code:  Tiney 
Cadmium  Plate  —  Code:  Moris 
Toned  Ivory  and  Poly  —  Code:  Annah 


No.  2273  —  Code :  Wylme 


3  Light 


No.  2206  —  Code :  Wylla 
Ceiling  Light 
Diameter  7J/2  inches 


Diameter  12  inches  Depth  2  inches 


No.  2273 


No.  2279  —  Code:  Wymam 
2  Light 

Wall  Plate  9x4  inches 
Spread  of  Arms  9  inches 


Face  View 


No.  2277  — Code:  Wylop 
With  Convenience  Outlet 
Wall  Plate  9^  x  4  in. 
Extension  4  in. 


No.  2278  — Code:  Wylpo 
Without  Convenience  Outlet 
Wall  Plate  9^  x  4  in. 
Extension  4  in. 


Lapco 

For 


No.  1952  —  Code:  Wyrra 

1  Light 

2  Panel  Wall  Bracket 
Size  7  X  9^2  inches 
Extends  6]/2  inches 

Plate  and  panel  frame  fit 
snugly  to  wall 


Modernistic  Lighting 

Stores,  Restaurants,  Lobbies  and 
Other  Commercial  Purposes 


FINISHES: 

Cadmium  Plate  —  Code:  Moris 


No.  1901 — Code:  Wyrse 

Special  Crystal  Dish  Bottom 

Size  of  Lantern  14  x  20  in. 
Length  over  all  42  inches 
or  Longer  If  Desired 


Unit 


Practical,  Sturdy,  Decorative 


Equipped  with  Six  Panels, 
Beveled  Edge,  Design  Sand¬ 
blasted  and  an  Exclusive  Bot¬ 
tom  Crystal  Dish 


Amber  Panels  and  Dish  Can 
Be  Furnished  If  Desired 
Code:  Wysiv 


Wired  for  200  or  300  watt  lamp 


Lapco  Commercial  Holders 


No.  4606  —  Code:  Wyrvo 

6  in.  Holder 

Standard  Length  42  inches 

No.  4604  —  Code:  Wytat 

4  in.  Holder 


FINISHES: 

Cadmium  Plate  —  Code:  Moris 
Bank  Bronze  —  Code.  Wytev 
Plated.  Antique  Gold  —  Code:  Einho 


No.  4607  —  Code:  Wysas 

6  in.  Fitter  Ceiling  Type 


No.  3064  — Code:  Wyset 
4  in.  Fitter 


The  3064  can  be 
had  in  solid  color 
hnishes,  such  as 
Toned  Green 
(Code  Wytuz), 

Toned  Blue 
(Code  Wytoy), 

Toned  Rose 
(Code  Wytve). 

Suitable  for  the 
dinette,  kitchen, 
bathroom  or  sun 
parlor 


No.  3066  —  Code :  Wytyo 

6  in.  Fitter 


Prices  for  holders  only  —  bare 


no  glass 


Lapco  Cast  Metal  Crystal  Fixtures 


Each  fi  xture  is  reinforced  witli  lie.ivv 
iron  Crossbars  properly  soldered  and 
sweated  in  band,  to  give  it  permanent  dur¬ 
ability.  The  Crystal  Baskets  are  made  of  a 
heavy  gauge  of  Brass  Strapping  and  are  con¬ 
nected  with  Brass  Jack  Chain  exclusively. 
The  reflectors  are  made  of  a  heavy  gauge  of 
Nickeled  TLinc  or  a  high  grade  of  Nickeled 
Tin. 


FINISHES: 

Silver-Black  —  Code: 
Plated  Gold  —  Code: 


Total 

Outside 

Dia 

No  Code 

Spread 

of  Rand 

9750 — Wydfe 

18" 

14" 

9752— Wydho 

20" 

16" 

9754 — Wydig 

22" 

18" 

Inside 

Rows 

Fitted 

for 

Fitted 

for 

Approx 

Dia. 

for 

Outside 

Inside 

Amt.  of 

of  Band 

C  rvstals 

laRlits 

Lights 

Crystals 

10" 

4 

6 

2 

97 

12" 

5 

6 

2 

140 

14" 

6 

6 

4 

194 

This  fixture  can  also  be  had  with  extra 
outside  lights  in  band. 


Juney 

Einho 


Hexagon  Crystal  Fixtures 


FINISHES: 


Silver  and  Black  — Code:  Juney 
Plated  Antique  Gold  —  Code:  Einho 


No. 


Outside 

[)ia. 

C ode:  of  Band 


9720— Wyejk  14" 
9722— Wyelm  16" 
9724 — Wyemn  18" 


Outside  Inside 

Dia.  Dia. 


Fitted  Fitted 

Rows  for  for  Approx, 

for  Inside  Outside  Amt.  of 


No.  Code;  of  Band  of  Band  Crystals  Lights  Lights  Crystals 

9740~Wydoh  14"  10"  4  2  3  97 

12"  523 

14"  646 


9742— Wyduj  16' 
9744 — Wyegh  18" 


140 


194 


Approx. 
Amt.  of 
Crystals 

97 

140 

194 


No.  Code: 

9726 — Wyezb 

Kitted 

Outside  Inside  Rows  ‘  for  Approx. 

Dia.  Dia.  for  Inside  Amt.  of 

of  Band  of  Band  Crystals  Lights  Crystal* 

8"  6"  3  1  52 


Inside 

Dia. 

of  Band 
10" 
12" 
14" 


Rows 

for 

Crystals 

4 

5 

6 


Fitted 

for 

Inside 

Lights 

2 

2 

4 


The  above  fixture  can  also  be  had 
without  the  side  lights  in  the  following 
numbers. 


Outside 

Ilia. 

No  Code;  of  Band 

9770 — Wyenp  14" 
9772— Wyers  16" 
9774 — Wyewy  18" 


I  nside 

Rows 

Fitted 

for 

Approx. 

Dia. 

for 

Inside 

.'Vmt.  of 

of  Band 

Crystals 

Lights 

Crystals 

10" 

4 

2 

97 

12" 

5 

2 

140 

14" 

6 

4 

194 

No.  Code:  Omside 

9736— Wyfaf  of  Hand 


Fitted 

Dia.  for  Inside 

Inside  Rows  for 

of  Band  Crystals  Light* 


.\nit.  of 
Approx. 
Crystal* 


8"  6"  3  1  52 


No.  9760  —  Code:  WYFEG 

-Size  Ot  Haiiil  U>‘/2\I0 
Outside  Li«lit:  5 
Inside  l.igtits;  2 
Approx,  amount  Crystals:  Up 


No.  9711  — Code:  WYFGE 

Size  of  Band  13x10 
Bows  for  Crystals:  4 
Inside  Lights:  2 
Approx,  amount  Crystals:  114 


FINISHES: 

Silver  and  Black — Code  Juney 
Plated  Antique  Gold — Code  Einho 


No.  9710  — Code:  WYFFA 


No.  9710A  —  Code:  WYFOJ 

Size  of  Band  13  x  10 
4  Screws  for  10  in.  Dish 


Size  of  Band  13x10 
Rows  for  Crystals:  4 
Inside  Lights:  2 
Approx,  amount  Crystals:  114 


No.  9761  — Code:  WYFJO 

Size  of  Band  16J4.xlU 
Outside  I-iglits:  S 
Inside  Lights:  2 
Approx  amount  Crystals:  lit 


A*  * 


rrrnm 


i^njmrrrtxtn 


irygsii 


No.  9712  —  Code:  WYGAG 

Size  of  Band  i5xi2 
Rows  for  Crystals:  5 
Inside  liulits:  3 
Approx,  amoniil  Crystals:  lt:8 


No.  9714  — Code:  WYFUK 

Size  of  Rand  18x14 
Rows  for  Crystals:  6 
Inside  IJglit.s:  4 
amount  Crystals;  215 


.Approx 


No.  912  —Code:  WYGHE 

Size  of  Band  18x14 
Outside  Lights:  4 
Inside  Lights:  4 
Rows  for  Crystals:  6 
Approx,  amount  Crystals:  215 


FINISHES: 

Silver  and  Black  —  Code:  Juney 
Plated  Antique  Gold  —  Code:  Einho 


No.  9713  —  Code:  WYGIJ 

Size  of  Rand  15x12 
Rows  for  Crystals:  5 
Inside  Lights:  3 
.Approx,  amount  Crystals:  ]f>h 


No.  9708  — Code:  WYGGA 

Size  of  Band  12x8 
Rows  for  Crystals:  3 
Inside  I.ights:  1 
Apiirox.  amount  Crystals;  68 


